To: Wall, Dan[wall. dan@epa.gov] 

From: Way, Steven 

Sent: Mon 3/10/2014 5:51:24 PM 

Subject: RE: Sunnyside Loading Analysis 

SGC Final Mass Loading Memo 14Jul12 complete (3). pdf 
Ss Cement CrkWQTreatabilitv 071612 dlb ver5 (31.pdf 


Dan, 


Here are a couple reports from Sunnyside on the loading breakdown and treatment options. 
They do the analysis that we discussed minus the step up Upper Animas (above CC). They do 
different flow conditions (low, med, high) not necessarily which may or may not be as useful as 
specific seasonal breakdown. 


There is a lot of information and may be that’s part of the issue or need here is to consolidate and 
digest what we have in front of us before the April meeting.?? 


Steve 


Federal On-Scene Coordinator 

Emergency Response Program (8EPR-ER) 
US EPA Region 8 
1595 Wynkoop Street 
Denver, CO 80202-1129 

Office: 303-312-6723 


From: Wall, Dan 

Sent: Monday, March 10, 2014 11:19 AM 
To: Way, Steven 

Subject: 
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Dan Wall, PhD 
Ecotoxicologist 

Ecosystems Protection and Remediation 
U.S. EPA Region 8 (8EPR-S) 

1595 Wynkoop Street 
Denver, CO 80202-1129 

Office: (303)312-6560 
Cell: (303)-253-1659 
FAX: (303)312-7517 
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